MRS. LILLTE PETTTS. Sworn for the State. My sister-in-law. Miss Nellie Pettis, has never stated to 
me at any time or place that what she swore on the Coroner's inquest or on the trial of the case of the 
State vs. Leo M. Frank was untrue. On the other hand, she has always stated to me that it was true. I 
remember sending my sister-in-law up to see Leo Frank to get my pay and waiting for her at the place 
she stated in her affidavit. I never told anybody and I never signed any paper to the effect that I did not 
believe that Leo M. Frank winked at my sister-in-law. I read in the paper where they said that I had 
made the statement, but the same is absolutely false. It was published in the paper that Mr. Bass Rosser 
the city detective got mad when I refused to swear against Leo M. Frank. I positively deny that I ever 
made any such statement to anybody. Mr. Rosser merely asked me those questions necessary to get at 
what I knew about Leo M. Frank. I never said to anybody at any time or place that I did not believe that 
my sister-in-law Nellie Pettis, knew Leo M. Frank. 



